
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/07/12 


Shanan Buckingham 

Assistant District Attorney, Plymouth County 
Dear ADA Shanan Buckingham 

Enclosed is the information yoin^quested in regards to Commonwealth vs. 

number^^^^^H Included are copies of the following: 

1 . Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample # 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by Lisa 
Glazer. If you have any questions about these materials, please call me at the number 
below. 


Sincerely 




lazer 
Chemist 

Drug Analysis Lab v 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 



To he completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


1 paper wrapper containing powder substance 
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DRUG POWDER ANALYSfS FORM 



PRELIMINARY TESTS 
Spot Tests 


IZMJU NALYST 



Evidence Wt 




Gross Wt ( ) 

Gross Wt { ): 

Pkg, Wt: 
Net Wt: 


c 

c 

Cl 


Microcrvrstalline Tests 
Gold 

Chloride_ 

TLTA_(_ l _ 


OTHER TESTS 
















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F; \Q4 -2011 \System6\ll__03_ll\806204 , D 
KAC 

3 Nov 2011 10:15 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS . M 
RTE 



Abundance TIC: 808204.D\data.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


806204.D Tue Feb 07 09:35:13 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System6\ll_03_ll\806205.D 

KAC 

3 Nov 2011 10:30 

HEROIN STD 
LAG 
5 

DRUGS.M 
RTE 


Abundance 

400000 

300000 

200000 

10000Q : 


u 1 1 ' 

Time-> 2.00 

■' ■ 1 > Tvryr r 

3.00 4.00 

5.00 6.00 

7,00 

8.00 9.00 10.00 ItloO 12 !oO 


Ret. Time 


Area 

Area % 

Ratio % 

6.788 


630550 

100.00 

100.00 


TIC: 806205, D\data. ms 
6.?88 


806205.D Tue Feb 07 09:35:17 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2011\System6\ll_03_ll\806205.D 

KAC 

3 Nov 2011 10:30 

HEROIN STD 
LAG 
S 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.79 C:\Database\SLI.L 

HEROIN 


000561-27-3 97 



Abundance #1: HEROIN 



806205 .D 


Tue Feb 07 09:35:18 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2011\System6\ll 03 ll\806206.D 

Operator 

KAC 

Date Acquired 

3 NOV 2011 10:46 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 8Q6206.D\data.ms 



Time--> 2.00 3.00 4.00_5.00 6.00 7.00 8.00 9.00 _J0.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


806206.D Tue Feb 07 09:35:21 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System6\ll_03_ll\806207.D 

KAC 

3 Nov 2011 11:02 


LAG 

7 

DRUGS.M 
RTE 


Abundance TiC: 806207.D\data.ms 



Ret. Time 


Area Area % Ratio % 


6.213 713606 62.33 100.00 

6.788 431198 37.67 60.43 


806207.D 


Tue Feb 07 09:35:25 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acqu .isitionMeth 
Integrator 


F:\Q4-201l\System6\ll_03_ll\806207.D 

KAC 

3 Nov 2011 11:02 


LAG 

7 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.21 

C:\Database\NIST08.L 




6-Monoacetylmorphine 

002784-73 ~8 

99 


6-Monoacetylmorphine 

002784-73-8 

99 


6-Monoacetylmorphine 

002784-73-8 

99 




806207.D Tue Feb 07 09:35:25 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-201l\System6\ll_03_ll\806207.D 

Operator : KAC 

Date Acquired : 11:02 

Sample Name : 

Submitted by : LAG 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 6.79 C:\Database\SLI.L 

HEROIN 000561-27-3 91 


Abundance Average of 6.741 to 6.895 min.: 806207.D\data.ms (-) 

I # 


80 



m/Z"> _ 40 60 8 0 100 120 140 160 180 200 220 2 4 0 260 280 300 320 340 360 



m/z~>_ 40 60 80 100 120 140 160 180 200 2 20 240 260 280 300. 320 340 360 


806207.D Tue Feb 07 09:35:25 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-201l\System6\ll 03 ll\806211.D 

Operator 

KAC 

Date Acquired 

3 Nov 2011 12:06 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


TIC: 806211.D\data.ms 



Time-> 2,00 


3,00 


4,00 


5.00 


6,00 


7.00 


8.00 


9.00 10.00 11.00 12,00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


806211.D Tue Feb 07 09:35:36 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2011\System6\ll__03_ll\806212 .D 
KAC 

3 Nov 2011 12:21 

HEROIN STD 

12 

DRUGS.M 
RTE 


Abundance TIC: 806212.D\data.ms 



Ret. Time Area Area % Ratio % 


6.794 735206 100.00 100.00 


806212.D Tue Feb 07 09:35:40 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2011\System6\ll 03 

11\806212.D 

Operator 

KAC 


Date Acquired 

3 Nov 2011 12:21 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

12 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

1 6.79 C 

:\Database\NIST08.L 
Diacetylmorphine 

000561-27-3 99 


Diacetylmorphine 

000561-27-3 99 


Diacetylmorphine 

000561-27-3 99 


Abundance 

80 

60 

40 

20 


40 


30 , 

Ljl 


m/z--> 


Oil 


V-1- 


Average of 6.717 io 6.871 min.: 806212.D\data.ms (-) 


81 

59 i 94 


268 


124 162 


204 


1 wLilkjJi 


biUl M 


226 239 253 


284 


327 


310 


369 


40 60 


I 11 1 ' ' ’ 1 t i- t 1 -r rrp-rn | ■ i ■ i jrri fi i ' K f i 1 ' 1 -f t m i t n i i | i n > ; i rr. t 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 



806212.D Tue Peb 07 09:35:40 2012 


Page 2 


Corbett email PRR 007997 








